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wrp-B609-60. This letter from GPi, 

| Hovenber 15, 1960, « the reason for shipment of certein GFE spares 
| under Contract mas to destinstions other than Johneville, Pa- 


and will serve a3 
explans: tions in this letter ere acceptable 
er on for not shipping all GFR to Johnsvilie. 
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